Note: The items in this brochure are 
listed from left to right, and from top 
to bottom. 


Item 1 : Chester A. Fredd Sr. 

President of Tuscaloosa State Technical 
College from 1965 until his retirement in 
March 1976. Following his retirement, 
the college was named in his honor. 

Item 2: C.A. Fredd Campus “Tornado” 

Early on Wednesday morning, October 
17, 1984, a severe storm with high 
winds struck the C.A. Fredd campus 
causing extensive damage. Newspaper 
photo shows back wall of one building 
completely destroyed. Weather officials 
said the high winds were caused by a 
down-draft. Local people still recall the 
event as the “C.A. Fredd tornado.” 

Item 3: C.A. Fredd Campus “Tornado” 

Early on Wednesday morning, October 
17, 1984, a severe storm with high 
winds struck the C.A. Fredd campus 
causing extensive damage. Newspaper 
photo shows suspended ceiling and 
insulation filling a hallway of the 
Administration Building. 

Item 4: 1. W. Mitchell 

President of C.A. Fredd State Technical 
College from 1976 to 1982. 

Item 5: Building 100 Renovations 

Plans for a $2.5 million renovation of the 
C.A. Fredd Campus Administration and 
Classroom Building were announced on 


October 24, 2004. The State Board of 
Education approved the plans in 
November 2004. Construction was 
done in 2005, and the building was 
dedicated and opened on May 4, 2006. 
Dr. Cordell Wynn stands beside the 
construction sign at the front of the 
campus during the renovation in 2005. 

Item 6: Administration Building 

Part of a wide-angle photo of the front of 
the Administration Building (Item 7 is 
more of this wide photo). Date thought 
to be Summer 1996. 


C.A. FREDD TECH 

GENERAL CATALOG 



TUSCALOOSA. ALABAMA 


C.A. Fredd Catalog 1978 


Item 7: Administration Building 

Part of a wide-angle photo of the front of 
the Administration Building (Item 6 is 
more of this wide photo). Date thought 
to be Summer 1996. 

Item 8: Aerial View of Campus 

C.A. Fredd Campus Aerial View. Date 
is hought to be early March 2013. 
Several buildings are getting new raised 
metal roofing. 



C.A. Fredd Catalog 1984 








Item 9: Aerial View of Campus 

C.A. Fredd Campus Aerial View. Date: 
Jun4 2013. Most of the buildings have 
new raised metal roofing. Parking lot 
behind I.W. Mitchell Cafetorium has 
been repaved. 

Item 10: Building 300 Renovation 

Construction of new raised roof for 
Building 300 in Spring 2013. 
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STUDENT HANDBOOK 


C.A. Fredd Student Handbook 1982 


Item 11 : Norman Cephus 

President of C.A. Fredd State Technical 
College from 1982 until his retirement in 
1990. 

Item 12: Administration Building 

Also known as Building 100. The 
Alabama State Board of Education 
approved the merger of C.A. Fredd 
State Technical College and Shelton 
State Community College in February 

1993. Notice the new sign on the front 
of the building. Date thought to be 
December 1993. The Southern 
Association of Colleges and Schools 
approved the merger in December 

1994. 



Painting of Louise Lewis, in whose honor the 
C.A. Fredd Campus Library was named on May 
4, 2006 
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